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INFO OCT-01 ISO-OO EB-07 /017 W 
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R 101020Z JAN 75 
FM USINT BAGHDAD 
TO USDOC WASHDC 
AMEMBASSY BEIRUT 
INFO SECSTATE WASHDC 1526 

UNCLAS BAGHDAD 0024 

BEIRUT FOR RTDO 

EO 11652: N/A 
TAGS: BEXP, IZ 

SUBJECT: EARLY WARNING: BANK ALARM SYSTEM 

1. DIRECTORATE GENERAL OF RAFIDAIN BANK REQUESTED 
USINT ON JAN 8 TO FURNISH NAMES AND ADDRESSES OF U.S. 
MANUFACTURERS OF ALARM NETWORK SYSTEM AGAINST THEFT. 
THEY INTEND TO INSTALL SYSTEM IN CENTRAL BUILDING AND 

60 BRANCHES IN BAGHDAD. WE PROVIDED NAMES OF MAJOR 
U.S. COMPANIES LISTED IN THOMAS REGISTER. 

2. SUGGEST THAT INTERESTED U.S. COMPANIES WRITE AND 
SUBMIT QUOTATIONS TO MR. ALA' EDDINE AL-HAIDARI, ASST. 
DIRECTOR GENERAL, DIRECTORATE GENERAL, RAFIDAIN BANK, 
BAGHDAD. 
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